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= 35 "CARDATA™* FEEDER (EPCF) 


WIRING DIAGRAMS 
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1.01 This section provides wiring diagrams 


a) (GENERALS cc ects etacincesle 


for the 35 "CARDATA" feeder (edge 


1 punched card feeder). 
1.02 Wiring diagrams included are actual and 


schematic for the 35 edge punched card 
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Edge Punched Card Feeder — 
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